Town of Arlington, Massachusetts 
730 Massachusetts Ave., Arlington, MA 02476 
Phone: 781-316-3000 

webmasterWtown.arlington.ma.us 

Zoning Board of Appeals Agenda 3/30/2010 

The Zoning Board of Appeals herebygives notice that it will hold a Public Hearing on March 30, 2010 beginning at 

7:45 P.M . in the Selectmen’s Hearing Room on the second floor of the Arlington Town Hall, 730 Massachusetts 
Avenue. Arlington. Massachusetts (enter through parking lot door) in order to review for completeness of 
materials and consider the application of BROOKS AVE LLC , for the approval of a COMPREHENSIVE PERMIT under 
M.G.L. CHAPTER40B, SECTIONS 20 THROUGH 23 and the regulations promulgated thereunder, 760 CMR 30.00 
and 31.00, for the construction of an eight unit apartment house on a 10,730+- square foot parcel. Such property is 
located at 17 WINTER STREET and is s hown as ASSESSORS BLOCK NQ.28-D-7.A . 

Supporting documentation is available for public inspection at the Zoning Board of Appeals, 51 Grove Street, 
Arlington, Massachusetts, Monday- Friday 12:30 PM - 4:00 PM. 
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Joseph F. Tulimieri, 
Chairman 


